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6 February 1964 


MEMORANDUM 


STATINTL From: j 

To: 

Subj: Authorization of funds for retrofit of Sextants 
Enel: (1) Doc. JDN-64. 00003 dtd 22 JAN 64 

1. This memorandum authorizes the use of $14,011.84 of Navy funds for 
retrofit of the sextants as called out in enclosure (l). 


NAVY review(s) 
completed. 


STATINTL 

ILLEGIB 
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